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MUNICIPAL ORDINANCES, RULES, AND REGULATIONS 
PERTAINING TO PUBLIC HEALTH. 



COLORADO SPRINGS, COLO. 
Railroad Stations— Floors and Platforms— Washing of. (Ord. Dec. 22, 1915.) 

Section 1. That each corporation controlling a passenger station or passenger 
depot "within the corporate limits of said city shall cause the floors of the waiting room 
or rooms used in connection with such station or depot to be thoroughly washed 
twice each week, and shall cause the floors of any toilet room used in connection 
therewith to be thoroughly washed each day except Sunday. 

Sec. 2. Each corporation controlling a railroad passenger station or passenger depot 
within the corporate limits of said city shall cause the platforms adjacent to such 
station or depot, or floors of the places outside of the waiting room thereof where 
passengers congregate upon the premises controlled by such corporation, to be thor- 
oughly washed at least twice each week: Provided, That it shall not be necessary to 
wash such portions of said platform and such floors as are uncovered within 24 hours 
after a rain sufficient to cleanse same. 

Sec. 3. In ease the health officer believes the public health requires, he may 
notify any such corporation to wash such floors or platforms or any part thereof at 
a more frequent interval than above specified, and whenever notice thereof shall be 
delivered by said health officer to such corporation in writing, it shall be the duty 
of such corporation to comply with such notice. 

Sec. 4. Any corporation violating any of the provisions of this ordinance or a notice 
of such health officer shall, upon conviction, be fined in any sum not exceeding $300. 

HACKENSACK, N. J. 

Water for Domestic Purposes— Closing of Source of Supply when Contaminated. 
(Reg. Bd. of H., Jan. 7, 1915.) 

Sec. 7. Whenever this board shall have satisfactory evidence that any well, spring, 
or other water source, the water of which is used for domestic purposes, has become 
polluted and rendered unsafe for potable use, notice to discontinue the use of said 
polluted water shall be sent to the owner, agent, lessee, or party in charge of said 
well, and at the discretion of this board the owner, agent, lessee, or party in charge 
of said well may be ordered, in writing, to close said well. If the said order is not 
complied with within the time therein specified, this section shall bo deemed to have 
been violated, and this board may proceed to cause the said well to be closed, the 
owner, lessee, or person in charge, paying all expenses therefor. 

Buildings— Sanitary Regulation. (Reg. Bd. of H., Jan. 7, 1915.) 

Section 1. No person, persons, or body corporate shall hereafter erect, or cause to 
be erected or converted to a new purpose by alteration, any building or structure 
which, or any part of which, shall be inadequate or defective in respect to strength, 
ventilation, light, drainage, or any other usual, proper, or necessary provision or pre- 
caution; nor shall the builder, lessee, tenant, or occupant of any such or of any other 
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